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LIMITED OFFICIAL USE NEW DELHI 6053 

E.O. 1 1652: N/A (DECLASSIFY ON RECEIPT) 

TAGS: BPRO 

SUBJECT: EXIMBANK BANK GUARANTEE FOR SALE OF OIL AND GAS 
GIELD DRILLING RIGS AND ACCESSORIES TO OIL AND NATURAL 
GAS COMMISSION, BOMBAY, INDIA 

REE: STATE 91 173 

1 . EMBASSY WAS NOT AWARE OF FMC SALE BUT WE ASSUME IT IS ONE OE 
SEVERAL DEALS RESULTING EROM RECENT VISIT TO US OE INDIAN PUR- 
CHASING TEAM (NEW DELHI 3252). 

2. EMBASSY PURCHASE OE US DRILLING RIGS AND ACCESSORIES TO BE 
VERY MUCH IN US INTEREST AND HOPES THAT EXIMBANK WILL FIND IT 
POSSIBLE TO EXTEND ITS GUARANTEE. SCHNEIDER 
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